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NOFORN 


NATIONAL FOREIGN INTELLIGENCE BOARD 


NFIB-M-2 
17 June 1976 


MEMORANDUM FOR THE NATIONAL FOREIGN INTELLIGENCE BOARD 


SUBJECT : Draft Minutes of the 17 June 1976 
Intelligence Board Meeting 


1. The attached draft minutes of the 17 June Intelligence 
Board meeting are submitted herewith for NFIB consideration. 


NFIB ACTION REQUESTED 


2. Board members are requested to advise the Secretariat 
by close of business 2 July 1976 of their approval or other 
views on the attached minutes as well as the records of Board 
discussion contained in NFIB-D-83.1/1, 17 June 1976, 
ee and Memorandum for Holders-1 of NFIB-D-72.1/27, 

17 June 1976, MED 0001/76-1. 
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